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o On 5 January* General Chuikov carried out an inspection of the P 1-type 
personnel car and cf the Gr&nit and G 5 type trucks 0 He was accompanied 
by General fkkorov*, Colonel Makarov {Artillery) 0 Lieutenant Colonel 
Nui^chkixi ( Tanks ) <> Lieutenant Colonel Goilovanor (Vehicles L two unknown 
Soviet lieutenant colonels,, Robert Hoffmann of the Buero fuer Wirtschaf tsf ragen,, 
and a Huasian interpreter o 


o The result of the inspection was that the P I and the Granit 27 were pro- 
nounced as being satisfactory,, but that the G 5 would have to be reexamined 
by a special Soviet Arn§r commission* 
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